Board of Commissioners of Cook County 
Environmental Control Committee 


Tuesday, November 17, 2015 10:30 AM Cook County Building, Board Room, Rm 569 

118 North Clark Street, Chicago, Illinois 


Meeting Cancellation Notice 

There will not be a meeting of the Environmental Control Committee of the Board of Commissioners of Cook 
County at the date, time and location listed above. 



Chairman: 

Vice-Chairman: 

Members: 


Steele 

Morrison 

Boykin, Gainer, Murphy, Schneider, Silvestri 




